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as oak, 3 Ib. per cubic foot; piles of coniferous woods,
20 Ib. per cubic foot. When chloride of mercury or
corrosive sublimate is used as an antiseptic, the amounts
used per cubic foot are: for hard wood, 3 Ib.; moderately
hard, 6 Ib.; and soft, 10 Ib.

Mr. J. R. Baterden states (Proceedings Inst. C.E., 1904)
that he has experienced no difficulty in getting into pitch
pine 7 Ib. of creosote oil per cubic foot.

ABSORPTION LIMIT OF HARD WOODS.

Blue Gum (Eucalyptus Globulus)     Australia   .
Ironwood (Bumelia lycioides)    .    Eastern U.S.
Jaman........    India

(From various Authorities.)
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In the United States the usual amounts of creosote oil
specified to be injected are as follows: For railway ties
or sleepers, from 10 to 12 Ib. per cubic foot; for dimension
timbers, from 15 to 20 Ib. per cubic foot; for piles,
from 20 Ib. to 30 Ib. or more per cubic foot. Other
experts advise the injection into the wood, in the full-cell
creosote process, of from 6 Ib. to 12 Ib. of creosote oil per
cubic foot, in the case of railway ties or sleepers, and from
10 Ib. to 20 Ib. per cubic foot in the case of timber and
piling.
The practice in the U.S. is to inject from 6 to 14 Ib.
of creosote oil per cubic foot for hard woods, and from
13 to 22 Ib. per cubic foot for soft woods. At the Gales-